2H Nuts 


SURFACE 
ITEM STANDARD GRADE SIZE PICTURE 
FINISHED 
STUD BOLTS; ASTM A193 B7, PLAIN(OILING I 
DIAMETER:5/16"-4"; М8-| 
DOUBLE END} DIN939,DIN975, ВТМ 17,17М FINISHED); 
M100 LENGTH: 16ММ- | F к | 
STUD; 01№976, IFI 136 | ,B7/L7,B16, Grade 6000ММ BLACK; H.D.G.,ZP 6 — 
STUDDING; 8.8, 10.9, 12.9 7 ¥ZP; PIFE 
8.8, 10.9,12.9, 
HEX BOLT ; 
ASTM A193 B7, 
HEAVY HEX DIN931, 
ASTM A320 |ПІАМЕТЕН:5/16"-4”; M8- 
BOLT; HEX DIN933,DIN6914, |BLACK,H.D.G. ZP , 
ВТ/17, А5ТМ | M100 LENGTH: 16MM- 
CAP SCREW ; | 1504014,1504017, YZPPTFE 
АЗ25(М), 700MM 
12 POINTS ANSIB18.2.1 
А5ТМА490(М), 
BOLT 


ASTMA449 , 


NingBo ZhengHai YongDing Fastener Co., Ltd., established іп 2007, located at TongHe 
Dong Road, No. 26, LuoTuo Street, ZhenHai District, NingBo, China. This covers an area 
of 16600 square meters include 10300 square meters construction area. We are 
committed to providing domestic and foreign customers with high quality and 
cost-effective fastener products and integrated solutions 

With the concept of scientific and standardized production management, we implement 
the new requirements of industrialized production, closely integrate the market and 
customer needs, and strengthen our comprehensive market competitiveness. Today, We 
mainly produce high strength hex bolt, stud bolts /studding, double screws and other 
non-standard special-shaped products. Main production standards are Chinese 
standard (GB), American standard (ANSI), German standard (DIN), British standard 
(BS), Australian standard (AS), international standard (ISO), etc. 


https://www. ydfastener. com/products/2h-nuts/2h-nuts. html 


